■•UM cu i.iLBBf' MILLIHHS P.M 


P. 


&Srr!m Monmenthol Konadic Panel—'-lilting scores 


PQl * Cigarette 

Total 

1.72- 

2-0^ 

y- f- u /■ 

1,22- 

LJ>1. 

.79- 

LJil 

.57- 

.JIi„ 

.22- 

JLH. 


0107 Now (w) 

3.70 

3.01 

3.14 

4.17 

4.45 

5.86 

.066 

0123 Carlton (w) 

3.59 

2.63 

3.04 

3.91 

4,72 

5.96, 

,105 

/ t 

024? Carlton ' 

3.57 

2 . 65 

3.27 

3. 73 

4,32 

5.65 

-0.072 

0248 NOW ( tjC 'j 

3,64 

2.65 

3.27 

4,23 

4 . 55 

5.44 

.007 

0265 Project Bold 

Img lnit[ 

3,76 

2.88 

3.31 

4.01 

4.78 

5.85 

.023 


Li'Klng - Project Bold <0265) -Jas rated fliyoiftcantly different from a 

previously tested Carlton (POl. 02'4t') on liking by the total panel 

o J't'H 


Cigarette 

Tar/Puf t' 

Mean 

0265 Project 

,25 

3.76- 

0107 Now iwhite) 

.19 

3.70 

0248 Now (white) 

. 2 }. 

3.64 

0123 Carlton (white) 

.20 

3.59— 

0247 Carlton (white) 

,21 

3.57— 





Source; https://www.industrydocuments.ucsf.edu/docs/ppgn0004 
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2. iiScin^ 


I m.U LMt'ft p_r,j 


P. 




Ptoj«cc Boid was not sigrtifiidntly cJiSferent £ro« previonaiy 
tested Carlton and Now cigarettes on liking by the .22-.23 smoker 
group, while Sold wgs fated significantly higher than a recently 
tested Carlton (0247) by the .57-,71 smoker gr-bup. 


.22'.23 astoker group 


Cigarette 

Kean 

Q123 CatitOh 

5. $ 6-7 

0107 Now 

5.S7 1 

02€5 Sold 

5.B5 1 

j 

024? Carlton 

S ,6 5 i 

024S Mow 

5 . 44 J 


.57-.71 amokec group 


C-lgarette 

Mean 

0220 Kent Iir 

5.24n 

0249 Winston UL 

5.14 h 


0105 MUL 

S. 12-J 


0265 Bold 

4.78 


0123 Cariton 

4.72- 


0248 Now 

4.53 j 

0107 Now 

^ , 4 5“^-■**' 

0247 Carlton 

^.32__ 


2 


Source; https://www.industrydocuments.ucsf.edu/docs/ppgn0004 
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